Regn. No. KERBIL/2012/45073 
dated 5-9-2012 with RNI 


© 

Gc&>ras3 <to(3cQoo( 3 
Government of Kerala 
2014 



Cc9>og3 cncrcoo 


KERALA GAZETTE 


(3¥5)CJu1ce>3CDlce>(a3(3a)1 

PUBLISHED BY AUTHORITY 




2014 aje1cn)osni(3 30 




(TJCrKTDnJlOa, 

30th December 2014 



ajaei^o 3 

S)jiJ3fy 

1190 UXDJ 15 

cr)cni(3 ■ 

, Cl 



15 th Dhanu 1190 


51 

Vol. Ill 

Thiruvananthapuram, 


No. 




1936 SJoJ^OoUo 9 




Tuesday 

9th Pousha 1936 




PART III 

Stores Purchase 


Agriculture Department 

3(3^ejocru niracro^o 

0X111(3 CU)l n0TU ol. nQp&./G)nQ). cu5l 6)cft>./l70/2014. 2014 CU)1CTUo6nj(3 8. 

gsjceffll ajo1(TU(.s1<feg ecroocmlRsS 6 )sctu1ood gjcs6iijoo§o1 
trslfflej gcOecmOMasrrolcej<9S)0<r»1 gnj<a>06JT>63i3c/3 oo(33<9>oo8 
ooonauoKmjo {Scmoto^®Kmjajgg cruoonjoo63i3g1(33 cnlorpo 
ajLOdJ^i ossn§oj<ft>c^ <9Ad6m1^|jo<ft)0g@jaT)j. 

8(3<i&iooro cncni(3—ou1.n^oug1.n®(33./6)a®.(u)1.6)ca>./i7o/20i4. 
rarasaraa (3>j<9>—' 4 , 88 , 000 . 

8(3<iG100ru (Bo£)00(315>l6)03 <Ulei: 

fflolsslcnraa—' 1 , 000 + 5 % cuoo+ 2 . 5 % ocrucru. 

’ o cro 

CU)ClojlGcOOd-' 500+5% (1100+2.5% ffl<TUCTU 

6U o o o\) 

( 3 ( 3 (^giootu csaGDOo ail ra 8 <6613 cm (areaioooro ©ilcmrailcmjo 

trumcoxujo-16-1-2015 n_lcft>(33 2 (216001. 

<3c8<iejo<To GnGooo croj1<ft,ffl1o902(m <3190100000 (Bilcmrailcmjo 
crurntmcnjo— 17 - 1-2015 nj<ft>(o3 2 m6rr>1. 

3c8<iGJ0cro cmjocsffljano tsilcmrailtmjo croaxmaijo— 17 - 1-2015 
njca>ro3 3 msml. 

ao1fflc06)2c9>c/3 cruelo <21 ocml colei oil(53<06 >j cm cmlcmtcnl— 

31-3-2015. 


o)lo(5)(.3ai^o—nil. a®. cru1.<mj6)s 1 % ( 1,500 ojnnmlcoS 
<ft>JOtm06)85l) ((3)06)<P 63njl§1ffl1<9S)Jcm g (83^00)01106)0$ GnlfflloS 
a®SJ(3J3) CBOTUO 6TU0& 630aO LSO<no3cft>]Ol6)03 6K310SJ nJJIP 

(.6njosmj1ra3 aoooaijcm cuilaooiT (.cu)oaogo<33)1 eai6mo 
cnlffl®x.3oi < i > o crufflcSnjlcesioaa). 

arujo<9i3docn1cBc0iiinJo—nil. nf). crol.cmj6)s 5 % (cnloraiiBOj^aocml 
crua^njlil (TOJcfe <9>]Sl gc/36)n_|6)s). 

00 0 0)00 6313 08 CTO 6) 6) oJ 6) uJ (B Cg> 6TJ3 OUfflOfflo-O06)6)nJ 

630(800(8 GJglTj 15 3l(U0rO(3T3)l00<9)O. 

B^iGJOOrO (BaO0O6313C/3 <Ul(53cB6)J cftiCffiJo <31801 (3)1 ffll6)<9> 
oroi1c9) ol c96)j cfttmjo 6)iicg>jono geo^o cd cruo6)o$ Gnirajo 
(saroSoilGiocruojjo—rarecrologofT csouoccdIrsS 6)<ft,alorg, cuilcrotslrftg 
(sooo<m1ro3 6isorg1oco eicB6iiioo§o1, ^sj<96)1, rareolceeijs 1 nil. 63. 

6>(3)0SJnJJ»>-685 608. 

3^nei0 0roj<9>o8 (313S<96)o 61nJ<m«51 fflj(.301iy cfeOIOlcnj 
njjoraim “6KS6inoo§o1 gn_ica> 0 6m 63i3o8 ooroScfti] oioooiaa 
3c3<i&iocro” ng)ono effl6n6in_|S2(3i3)1<m1ffl1c96)6rr)o. ooloailraicTuacmo 
<a><pl6i3imj Gig1<96)jcno 3(8<iGioooj<ft>a3 croi1cft.ffl1c96)2onoffl)Gi. 
oolosiKmlceeieinjg oomcmraia) anossojgg 3(8<iGiocrojcft.offlj6is(B<mo 
(318O1OJ0S (3Jdo(/)1cft>^(5) (.<n®)1oo1co1c9)gJ6)SCcmO 01)000)1 fll)^ (313)1 
Gio<m1(alc96)2o 3(3<iGiocro2<ft,o3 (3)jo<06)2(mc3). 












3(3riejocru eaDoorarmlsiaa culej rUCTnaoecmo ajolaoag 1 ' 
LCLDOaDooecceo i26m1 ao(3cu)(3 cmajeaxo nounxsa cru/lta.fflltes)jcftiCD)jggj. 
(r3c3<iejocru (StiDODo rainJoeflraS rarajajus^ajggcndS «j>ruora3 
njocSe® 100 (3ras(r»csc0S)5re(!J)O6nD). mlaa/lan 

(BaCOORSTrolraS (Tui2(3<jjlc9S)janD 3(3nej0(TU2ca>c^ff)c9S)0ijjo ioo-s>c$ 

Gd+fflg !2Jt.raijJL8»«5T!5)lro3 R»(^IOOOc0S)lcQ) (DlcMilt® Ga£100gi1gi1&J)39 

<&>rao(3 cfejsl cruffl^ojlcosismo. 

radS^oaralsicnecmo cru6)ff>nj ®£Lj(Bcg>6ng omocjocnssBfflgcBQao 
cruo6mcru)1^| ojIodg ojlajffl63T3o8 (.rum^rarolaruacn)®® gi'D 
(3T3 )ciD1(Tu1rs 8 GCDffl1«53 (319(5011 nSdl ijORjS (3Tdo1cs3)oajjcm(mo6rn. 
(Bcft.og cru(3<ss)0ffl1fflag ratSneioorujcBjSig cruo6mcaulij a®eio 

crilcr»i263T3gjo iij§63Bgjo gra a^neioorilanjo sruocjDcftmotnnfflIceaj 

cmcfnosrn. 

3(3nejocru Rnjocoojam dlajoruo n^oKnaleijo tft>oo6rn<uc/80(i53 
mx8c06)O(3 rarecucol (.rU61J^Oaj1tSS)Jcft.CfflOffl6TT)®>lKS8 6KTOO§SJ«5Tm 
ipjoj^roroil ralajcroo carats® cruaxmorm [3(8<‘‘£joaro ®p9S)piDC!5xxDM6S)jo. 

No. DSTL/IDK/170/14. 8th December 2014. 

Sealed superscribed tenders are invited for the 
"Supply of Equipments" for the use of District Soil 
Testing Laboratory, Idukki, Arikuzha P. O. under the 
Scheme on National Project on Management of Soil 
Health and Fertility 2009-10. 

Tender No.—DSTL/IDK/170/14. 

Estimated Cost—' 4,88,000. 

Cost of tender form: 

Original—' 1,000 + 5% VAT+2.5% Cess. 

Duplicate—' 500 + 5% VAT+2.5% Cess. 

Date and time upto which tender forms are sold— 
16-1-2015, 2 p.m. 

Last date and time of receipt of tender—17-1-2015, 

2 p.m. 

Date and time of opening of tender—17-1-2015, 

3 p.m. 

E. M. D.—1% of the total cost or minimum amount of 
1,500 whichever is higher in the form of Demand Draft 
drawn in favour of the under signed payable at SBT, 
Thodupuzha Branch. 

Amount of Security—5% of the total value of the 
contract rounded to nearest Rupee. 

Time and place of supply—Within 15 days of receipt 
of supply order at DSTL, Idukki, Arikuzha P. O., 
Thodupuzha. 

Date upto which the rates are to remain same for 
acceptance—31-3-2015. 

Address to which tender to be submitted— Assistant 
Soil Chemist, District Soil Testing Laboratory, Idukki, 
Arikuzha P. O., Thodupuzha-685 608. 

Tender form, special condition and further details if 
any required can be had from the office of the 
undersigned during office hours on all working days. 


The price of tender form will be received only by cash 
remittance. Demand Drafts or Money Orders. Cheques and 
Postage Stamps etc. will not be accepted. Those who want 
tender form in post can be received by paying ' 100 as 
postal charges separately. 

The submission of tender should be strictly in 
accordance with special condition and as per rules and 
regulations prescribed by the Government. 

It is also informed by the undersigned that in case a 
firm desires to submit tender for any one item only, the 
firm can quote the same. 

In case the proposed date of opening of the tender 
is a Government declared holiday, the opening of the 
tender will be postponed to the next working day at the 
proposed time. 

Annexure 1 

Schedules of Materials 

1. Visible Spectrophotometer-l No.—Double beam 
scanning. Wave length 340-999 nm, band width-5nm. 
Accuracy ± 2nm, power 230V, 50Hz. 

2. Flame Photometer-1 No.—Digital: Sensitivity Sodium 
2ppm, Potassium lppm, Accuracy: ± 2% of FSD, 
Sample volume-3.5ml minimum. Aspiration time: 30 
seconds, Air supply pressure: 0.3 to 0.6kg/cm 2 , 
Power: 230V, 50Hz, Standard accessories: Na and K 
Filters, Gas and Air tube. Instruction manual. 

3. Shaking Apparatus-2 Nos.—Reciprocating with speed 
control and timer, power 230V (holding minimum 36 
Nos. of conical flask). 

4. Electronic Balance-! No.—Microprocessor based. 
Back lit Digital display, accuracy lmg. Maximum 
capacity 220g, Functions-self-diagnosis, auto 
calibration, full taring and parts counting. Power 
supply 220V. 

5. Drying oven-1 No.—Lab Model Stainless steel. 
Thermostat, Max temp 180c (min. cap. 100L). 

6. Table Top Centrifuge-1 No.—Clinical type with head 
to take 24 tubes of 15ml cap, complete with metal 
shields rubber cushions and 15ml centrifuge 
Polyethylene tubes, 220 V, 50Hz. 

7. pH Meter-Digital Bench Type- INo.—pH Range 
0 to 14. Resolution 0.01 pH Repeatability ± O.OlpH ± 
1 digit Mv: Range 0 to +1999mv. Resolution 1 mv. 
Repeatability ± 1 mv ± ldigit. Power 230v, 50Hz, 
Standard accessories electrode, spare eletrode, clamp, 
stand and Temperature probe. Instruction manual 

8. Hot Plate 2KW (30X45 cm)- 1 No. 

9. Automatic Bottle Top Dispenser.-1 No.—2.5-25ml 
Vol range, Piston-Direct Displacing, Cylinder- 
Borosilicate Glass. 

10. Pressure Vacuum Pump-1 No.—Oil sealed, air cooled, 
mounted on a base plate with belt guard etc. Single/ 
double stage, power 230V, 50Hz. 


11. Double Distillation Unit-l No.—All Glass Double 
Distillation Unit, with Borosilicate Boiler, Borosilicate 
condenser & Quarts Heater, Horizontal Type, Min Cap 
4.0 lit/hr, 230V 50Hz, with DAPS. 

12 Servo Controlled Voltage Stabiliser 2 KVA- 1 No.— 
With 3 nos. of 3 pin sockets, switches, LED indicators. 

13. Balanced Cell Colorimeter- Digital 


14. Brass Sieve (0.5 mm) —2 Nos. 

15. Brass Sieve (2 mm) —1 No. 

Office of the Assistant Soil Chemist, 

District Soil Testing Laboratory, (Sd.) 

Idukki. Assistant Soil Chemist. 


c9>JCB§n3da3 nJffl<TU^O 

(DCmcS 6nfl. 288/14. 2014 CU)1<TUo 6111(3 1. 

6icn£j1co)ocnjffl)1 <x>(U6n36)aa|r 630osmj & 6)ajg3lg6nflo3 afloaloej ai^ajc^airoleeicBaoiml tmosup njocrajcm goSojoracn 
gnJ0cjDlca>a3/goJce3(a6TT)63rac^ a\>6)6inj 6i.nJcg>jaT>a)l(n ajissiai-ry <ft>jG§n9dcojcftia3 (SiadsmlajjsicfeoggjaDj. Sioaao cruouxr)63rac^c9S)jo 6xn(sqj6>o 
cft)jG§n3d(T)jcft,g06rn cna3eoa>6n5al aocsoo <ft>je§n336xi3 cftcuolcnj njjoaimjo a®an>j odouxtdo cruosinj ffl^gyicmgnlcnisscsiofflsrnanDio 
OJ^<S«ni210<I»l <ft.061T>l^jla1d3S)61T>o. 

ca.jG§nad<T)jcft,a3 20 - 1 - 2015 -cn gijQffl<ss) 1 fflsm1<so ajaSoJoasI gD"o arejnclmdaS eielnjlalcosismo. (momcrul^p cOilgjcm 
<ft>jcs§nii(njcft)C(3 njala)6nblc9S)jcm«j)ei. araaf? g^jcmcWi 2 asrriltesi rarajaclcrulroS <Tuar)1aDl85ifflo<s2)l§jgg(ijffljs)s cruoirnlrau^ciTmlRsS <ft>j(B§c>9da3 
(mjocosijcmsnjo <saejoablc&>oa 1 ca>g 26 )s (m3oml<aoffl(mirnm2ajlcsu)t!fflao(r!)l <fei(5§oiia3 (ninlaa^sjaitnjernaijaosnL caracscmdlajcruo 
{fflraajuilcmofflsrDBiloS 6iffno§sj(3T3) t,nJfui,raii3fl ralojcruo csrejcHilalcOSismo ca>je§niia3 aruj“lca>ralc9fi)jcm«j)jo (OTjOcsajcmanjo. ca>jo| 6)njQgjcro 
enlace® 2015 a0(3Tj 31 ai6ia 6 njocj 0 ca>ao(i!)lal<flfi)jo. ca>ieB§n3dei3 eniclaffl^sjaitnjeroaioffin araolooflTj eielTj 15 blaieruairoleiicejo 
cruocjD(n63T3c^ omejlasoauttril anoalaS tft.raoojca>oa6)cig emiamo fflujeiailaS ag)raTw1ijj®ica6ne«5i06rn. cruiScSffloalaag n£)ejo cseiei/ 
cft)jcs§rflda3 (U^ajaructftgjo goailenjo 6njocjo<a>aoc!Q)1a1c9S)jo. ojIc/dg (n1aia63i3c/3ees> oDOo arejornerujaoaiil srucrujfflojsjca.. ca>jes§n3d 
ecnoasonjo cruaanj si^jcgioenjeBgc/sIcesijcro cruocjucnssngjffls 500 icnoo eruoenjlc/3 crua^o_|1ec9S)6rB«5ijo gra3n_|ero63i3a3 

crufflanj Orutgjam arecueruaaiailaS araesa? cnjsmeanzi c03O(m3ijoru2.feincc0S)STie85i2aosTf). 


CTuocucns3i3gjffls ailcrao ojlaja63BC(3 


CcQaffl 

cru6i6inj fliije^sne graSoJoraen 

(3TDgbl 

(3T8Cr? )OJ3li3-jl SI QQ 

cro6)oJ(r\)1ocn(Bc96)oada3 

ohlacBffl ea6u 

CD 011 (5 

1 

gojou)1cft,o3/gnJca>a6m63T3a3 

(SCUrLllaS rJl6TD0<flS) 

oJ 6TT) 

3 02t.s1<fe ssrr3 

aijcft C) 

75,000 

1 G(.C00JL) 

an-IsjarrojaiD alafl 

ta.1(BejOLcooa1cn 

2 

cfti(!C!)(3 iiilajcru 

5 6)a(.sl<& ssrr5 

25,000 

^eiOoODo 15%-oS 

tefleeiOLcnoalcn 

3 

a^ejja^JOSl 

3 aa(.s1cfe S6ri3 

75,000 

ftDOQffCP)^ 6363(3)^0 

«?>l6rGl (3)26TT§OCQ)1 
Q^Ol-aJO^O 

1 G(.C00JL) 

ta.1(BejOLcooa1cn 

4 

isefleru 6>enb 

u SV) O 

4000 onjcft.j<i»(3 alodi 90,000 

O ’ 

280 CUil/24 (SoJ 

njaijacca a1oc3 

5 

ffinJOglrLOTOCTUlaei ce^nSUce® 

50 c9ol(g£JO(_COOo 

30,000 

0ffio^6)Q(n3cro 

150 fflloil ia1o(6 

w 6V O 

(T0c£h>JQQ)(0 

<ft>1eejOLuioi2lcn 

6 

(319)0108^12000) enxSo_|0(3§loC0 OKD)(3 
LSI arulcnileilocn cs(s (42) 

1000 

30,000 

<fejtf>1<fegjas a®mo 

aaa6mai3)laD 

7 

cftiOOjIol (nJ0Crul<£b) 

0 v 6\) OO 7 

LSI crulcruleilocn <s(.s (98) 

3000 

50,000 

42 

ca>js>1oa>gjas a®6rno 

fflaasmarrnlcn 

8 

tft.ooilol (njocniloeb) 

O v 6V) OO 7 

c9dCQ)c 3 oJlrarm 


50,000 

98 

<Doajca>c/5 

ca.^j6njl<£b aloolcn 

9 

GCU)0636)6)(2O 

5 6)ffi(Sl<£b S6TT5 

50,000 

njjcSsrnaocffijo 
gejoarmaijo 
ai8)(3t.3a) i50%-a3 
aioswgpiaaanaoqa 

(.tiDrfld cftiCD)^ oilranj) 

tantsejOLcnoalcn 


cnajsrr3fflfflti3'' 630osmj & 6i<usslg6njlc/3 nDOo, 
ocneitooenjail 


(a^) 


cro2(oJ6n3. 




fflS6ng«S ecno§lcru 


010x1(8 Cicero, si. odsiij^j. 74/2014-15. 2014 0JDlcruo6TU(3 5. 

aocn am oiosl 6)2)06)6)6m®3 tsanocraloS 6 )s<xu 1 ou) 
ej(S 6 njoo§o 1 cDi 1 oej gcye<mo</)«5irolG£jceffloc®1 ®)06>(p nJOUDjcm 
ei06nj goJca>(a6TT)63i3a3 a)(53<ft,oa3 axiaxirsLxsicQ^o eomocn^oics^o 
939 oreoail < 0 , 3 ,®) aunoru an 6313 g1®3 aalanjo aj(. 3 (U^| 

6)S6ng02ca>a3 dMd6ix)1iqi6)c0iO99inxn. 

acSnejoari) odoik 3—n^arn. si. cu/exy^. 74/2014-15. 

®i5S80>®3 anjcft.—' 4 , 70 , 000 . 

ailoraxocii^o—njl.a^.orol.cmjffis 1% (1,500 ojnjeotoS < 0 , 3001 ) 06 )®)) 
(®)06>s> 63n_|1§1®1 < 06 ) 30 x 1 gea^ocnaainffla^ CnJo1®3 
n^SJOIS), (SOTOO 61)1080 630ai) g> 031 ^ CO) 3 6 ) S 

2) o an as> <u o si c®06n a»1®3 2)0000130x1 aju1i2oa| 1 ' 
(.auoaDgoQffil cbqj6tdo mloraiLflaj^o ax^diojlcseioaS). 

0\)3ffl(Si9d0aTl(S<fti9dnJo-oil.a^.aail.CCDJfflS 5% (ODlffl«5X.3(U < | ) mO(n)1 

a\n2i(3<jjLy (5>3<0> c^jsl go36)(T_|6)s). 

3(8^eioox) csnnoocaralfflo? oilei: 

aolsloDcsS—' 1,000 + 5% 010(1. 

O 

OD^JnilCBcBfflg-' 500 + 5% OJOO. 

ocS^eioax) csnnooo ailoBcseijcm mreaiaruoa) (silostsilcmjo 
a'uaaaiajjo—6-1-2015, 3 2)6m1 ai6i®. 

3(3‘‘>ejoaru ax))° 1 < 0 > ol < 06130 x 1 raraoiaxioa) ®) 1 a»ml 00130 

OUfflQOKUJo-7-1-2015, 3 12)6TT)1 016)0. 

3(8<^£ioax) ®)30<fl6)3on (sitoratojo 0x12)01)0130—7-1-2015, 

3.30 2)6X01,09. 

OX) 0 CJD O) 631308 OX16)6)rLl 6)nJCBCffl6Xe 0X12)01)0-OX16)6)oJ 

6 V) 21 6 Y> 

630c8ojdc 8 eielTj 15 3loiaxi(5i5)1a)<0>o. 

o)1aa6)3cO>o3 oxirflffloiocDil oileioolroScoeijonca) o $®>3 ®) 1 a 2)®)1 

OJ610-31-3-2015. 

3c8<iejoar\) Ga£ioo63i3c/3 oil ®3 < 06 ) 3 < 0 . 01 ) 30 oreoi ®>l 0 l 6 )< 0 > 

orujltfe ffll C0S>3 *,00)30 6)nJ<^30D gGB^O U) <XU£)6)a3 (SnJOJo 

Gffl«53Qilejoox)(U3o—raraoxilmiaif saxioaslroS 6><0>2)1axj, 6i2i06)6)6i)i(53 
GomoajilraS 6)saru1oa) eie6njoo§o1, 21000omaiosi, ojqcdooos, 

njlo8-670 645. 

3 (3 <^ 100 x 13 < 0.(18 (3res<06)o 6 )nj®era) 2 ) 31.3 oi<y < 0 ,oio 1 a) 
njjooro) “ei(B6njoo§o1 gnj<0>®6ix>63i3c/3 00 0800.3 on oil o) 3 g@ 
3(8<^eioon” r^)on 606ii6)i^S3(5i5)1o!)l0l<06)6ix)o. ooloailm onatr»o 
cOjipl6i5i5) eiel < 06 ) 30 x 1 3 (3<^jo ax)3<0>«3 ouilco, ol < 06)3 ax> ®i ei. 
o)1aaioi)1<06)6)n ; ]§ oxi 2 icq>®i 5 ) ooossojgg 3 ^^eioon 3 cO>oo 36 )SG<n)o 
( 3 iaai 036 )s ( 3 i 5 oo) 1 < 0 > 3 ,( 5 ) LoJ®> 1 o> 1 ujl< 0 ) g 36 )seo!)o ax)oax) 1 ram,( 5 i 5 ) 1®3 
(3ra)CQ)1o1c06)3o 3(8'^eioan3o0.o3 ( 5 ) 300061300 )®). 

3(3^000) 6 a£)0 0(515)16)0$ Oll£J 0)6X0 2) 0601)0, 01)12)00$" 

lonoaDooecoio, 2 »ri)l 6 «)> 0 ( 3 cui (3 (aiajecoa 2 ) 0 (®xs 2 i on/lAote6))cQg) )i39) . 
(3(8<ieioax) (SaDooo ®)nJoej1®3 orajojoa^ajggai^ ®)nJ0®3 
£Lioc3e® ' 100 tp-ieasiidOio ®iasa2)e<e6)6xe(5)06xr>.) 

oolosulcs) son 00 ®i5)1 ®3 an 2 K 3 n_| 100613001 a^'^eioonjco.oa 

6)<06>Oo_|o ' 100-6)0$ 6<0>®g 2)3 (3oJ (®) ®15)1 ®3 (5) Qg> 0 O 0 <06)10!) 

ooloail®) 6nD00915)1&1]99 00.00(3 cOiJSl Ona(3n_|1^|l0l^6)6XDo. 


3(3^ejoon1eo)ea2)o axi6)6)oj 6)nJ6c§>6Xg axiou)o>6si3eg60!)o 
Ono 6 HJOXDl^j oil 05 3 011 010 6313 C/3 i cl)OJ 3 (515)1 On 2 ) CQ> (515) gooi 
630an°lan1®8 eoooloS raiaeooinsil^iooS oiaolooiooijonoioein. 6 < 0 ,®g 
on(3c96)ool6)o$ 3(8<^eioon3c0,6)g ono6niorujl^) n<j)eio o)1co>2)63Bg3o 
iii§63i3g3o 6 dx) 3(8^eioan1o)3o 6nioa)c0.2)O(i»1o1c96)3on(5)O6n). 

No. STW-74/14-15. 5th December 2014. 

Sealed superscribed tenders are invited for the 
“Supply of Lab Equipments” for the use in Mobile Soil 
Testing Laboratory, Mananthavady, Wayanad under the 
scheme on National Project on Management of Soil 
Health and Fertility 2009-10. 

Estimated Cost—' 4,70,000 (Rupees Four Lakhs and 
seventy thousand only) (Specification attached). 

E.M.D—1% of the total cost or minimum ' 1,500 
whichever is higher in the form of Demand Draft drawn in 
favour of the undersigned payable at SBI, Mananthavady, 
Wayanad. 

Amount of Security—5% of the total value of the 
contract rounded to the nearest rupee. 

Cost of tender form: 

Original—' 1,000 + 5% VAT. 

Duplicate—' 500 + 5% VAT. 

Date and time upto which tender forms are sold— 

6- 1-2015, 3 p. m. 

Last date and time of receipt of tender— 

7- 1-2015, 3 p. m. 

Date and time of opening of tender—7-1-2015, 
3.30 p. m. 

Tender form, special condition and further detail if 
any required can be had from the office of the 
undersigned during office hours on all working days. The 
price of tender forms will be received only by cash 
remittance. Demand Drafts or Money orders. Cheques and 
Postage stamps etc. will not accepted. 

The submission of tender should be strictly in 
accordance with special condition and as per rules and 
regulation prescribed by the Government. 

It is also informed by the undersigned that if incase 
a firm can submit tender for anyone item only, the same 
also be quoted. 

In case the proposed date of opening the Tender is 
a Government declared holiday, the opening will be 
postponed to the next working day at the proposed time. 



Annexure 1 

Schedules of Materials 

1. Visible Spectrophotometer-1 No.—Double beam 
scanning. Wave length 340-999 nm, band width- 
5nm, Accuracy + 2nm, power 230V, 50Hz, Display 
LCD. 

2. Flame photometer:-l No.—Digital: Sensitivity 

Sodium 2ppm, Potassium lppm. Accuracy: + 2% of 
FSD, Sample volume-3 ml minimum. Aspiration 
time: 15 seconds. Air supply pressure: 0.45 kg/cm 2 , 
Power: 230V, 50Hz, Standard accessories: 

Na, K and Ca filters. Gas and Air tube. Display 
LCD. 

3. Shaking apparatus-1 No.—Reciprocating with 
speed control and timer, power 230V, holding 
minimum 16 nos. of conical flask of 250 ml. 
capacity and platform size 45 cm ' 45 cm. 

4. Electronic balance- 1 No.—Microprocessor based, 
Back lit Digital display, accuracy 0.1 mg. Maximum 
capacity 220g, Functions-self-diagnosis, internal 
calibration. Stabilisation time approximately 3 
seconds. Minimum pan size 90 mm. 

5. Drying oven- 1 No.—Lab Model Stainless steel, 
Thermostat, 45 ltr. capacity, 1000 watts, internal 
dimension 35cm ' 35cm ' 35, No. of shelves-2. 

6. Table top centrifuge-1 No.—Microprocessor based 
memory digital timer and digital RPM with LCD 
indicator with head to take 16 tubes of 15ml. cap, 
220 V 50Hz. 

7. Digital burette-1 No.—Dispensing rate of 2500 p.1 
per rotation. Display ranges from 0.01. ml. to 999.9 
ml. Reservoir capacity 2.5 litre. 

8. Automatic bottle top dispenser-1 No.— 
Autoclavable 2.5-25ml. Vol. range, Piston-Direct 
Displacing. Cylinder-Borosilicate glass. 

9. Pocket type pH meter-2 Nos.—Replaceable sensor, 
water proof, LCD display, accuracy 0.01 pH, 
automatic temperature compensation, auto-off, 
chemical resistant double-junction sensor. 

10. Pocket type conductivity meter-2 Nos.— 
Replaceable sensor, water proof, LCD display, 
accuracy +1% full scale automatic temperature 
calibration, stainless steel sensor. 

11. Micro pipette — 

(a) Micro pipette—Variable 5 ml. (4 Nos.) 
Replaceable tip 

(b) Micro pipette—1 ml. (1 No.) Fixed Volume- 
Replaceable tip. 

(c) Micro pipette—0.5 ml. (1 No.) Fixed Volume- 
Replaceable tip. 


District Soil Testing Laboratory, 

Wayanad, (Sd.) 

Mananthavady. Assistant Soil Chemist. 



